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MEMORANDUM FOR: 


SUBJECT: 


22 July 1960 «ADT 


Executive Secretary, 
United States Intelligence Board 


Annual Report to the NSC on the Status 
of the Foreign Intelligence Program 


Enclosed is the report on the National Intelligence 


Survey program requested in your memorandum of 7 July 1960. 


Enclosure: 
NIS Report 


25X1 


Assistant Director 
Basic Intelligence 
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